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Town of Arlington, Massachusetts 
730 Massachusetts Ave., Arlington, MA 02476 
Phone: 781-316-3000 

webmaster@town.arlington.ma. us 


Building Committee Minutes 07/30/2007 


PRESENT: William Shea, Vice Chair; Mark Miano; Sue Mazzarella; Robert Juusola; Suzanne Robinson; Brian Sullivan; Charles 
Stretton 


ABSENT: John Cole, Chair; Sue Mazzarella 


Meeting was called to order at 8:30 a.m. 

PARK CIRCLE FIRE STATION 


Minutes of Tuesday, June 5, 2007 were approved. 


The following invoices were unanimously approved: 


Vendor Invoice Amount 


Elizabeth Contracting #10 $221,240.75 

PMA Consultant 02821-13 $ 3,331.00 

PMA 02821-12 $ 5,270.00 

RB Allen 0184575$ 105.14 

Briggs 34936 $ 187.80 

Briggs 35691 $ 45.00 

Briggs 35494 $ 30.00 

Briggs 35387 $ 95.00 

Briggs 35279 $ 292.80 

Briggs 35059 $ 305.30 

Briggs 34852 $ 60.00 


Meeting adjourned at 9:00 a.m. 


Respectfully submitted, 


Bill Shea 
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